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General Precision Laboratory, Inc. 
63 Bedford Road 
Pleasantville, New York - 
25X1A5a2 
Attention: 
Manager, Government Contracts 


Gentlemen: 


The following contracts covered furnishing of technicians 
at various locations for the periods indicated: 


25X1A2g 


Amt, Paid boat 
Contract No, Period Your Co. ee Gf 
12 Oct 1956 = 30 June 1957 $16,301.91 -= Sy ere, MOT 
1 Jul 1957 - 31 duly 1957 1757.09 > 74 OE 
17,849.00 | 
a 
y0S417 Mer 1957 = 30 June 1957 8 6,658.95 me 706s SR My 
3 ee #24 10 Jan 1957 ~ 30 June 1957 $10,590.00 -~°* Jes, ° YS] 


Due to the time elapse since expiration of these contracts, 
we assume that your final claim has been submitted even though 
your last invoices did not so indicate, We are considering the 
final contract amount for each contract to be as stated above in 
the "Amount Paid" column. 


In order to complete the requirements of the contracts, 
please submit a statement on each regarding Article 23 (h), Govern- 
ment Furnished Property. Also a statement under Contract <7 
regarding Article 24 - Copyright. " 25X1A2g 


25X1A5a2 . Very truly yours, 


Distribution: 
Orig -, 
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- GPL 


Corescontracting Officer 


" 


25X1A2d1 


4 
25X1A2g 5 = Proj. Finance 


we - Proj. Finance 
7 - Proj. Finante 


= Chrono a oe 
£5 /ocx a C2 /2/58) be Ba a 
25X1A9a pate: £2, eviewems_004540, ( 


Approved For Release 1999/09/08 : CNSEG REF 00879R:000900170031-5 


a 


